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NOTICES 


FEDERAL  ENERGY 
ADMINISTRATION 

NATIONAL  UTILITY  RESIDUAL  FUEL 
OIL  ALLOCATION 

Supplier  Percentage  Notice  for 
October  1975 

Pursuant  to  the  provisions  of  10  CFR 
211.163(b)(2),  211.165  and  211.166(d) 
(2),  the  Federal  Energy  Administration 
(FEA)  hereby  provides  notice  of  the  vol¬ 
umes  of  residual  fuel  oil  allocated  to  each 
utility  and  the  percentage  of  such  vol¬ 
umes  required  to  be  supplied  by  each  sup¬ 
plier  for  delivery  in  October  1975.  This 
information  is  set  forth  in  the  Appendix 
to  this  notice.  Adjustments  of  certain 
supplier  base  period  percentages  have 
been  made  at  the  request  of  affected 
utilities  and  suppliers,  pursuant  to  the 
criteria  of  10  CFR  205.25  and  are  re¬ 
flected  in  the  Appendix. 

The  utility  allocations  were  determined 
after  review  of  the  relative  availability  of 
supplies  of  residual  fuel  oil  for  allocation 
to  both  utility  and  nonutility  uses.  In 
calculating  the  allocation  level  for  each 
utility  the  FEA  considered  all  of  the 
factors  enumerated  in  10  CFR  211.163 
(b)  (2)  and  also  the  following  other  fac¬ 
tors: 

1.  The  data  contained  in  the  Federal 
Power  Commission  (FPC)  Form  23B  sub¬ 
mitted  by  utilities;  ' 


2.  Natural  gas  curtailments; 

3.  FEA’s  prediction  that  the  supply 
level  of  residual  fuel  oil  is  expected  to 
generally  equate  to  the  total  demand. 

The  amomits  shown  in  the  Appendix 
are  the  quantities  of  residual  fuel  oil  to 
be  delivered  to  the  utilities  listed  during 
the  month  of  October  1975.  Some  utili¬ 
ties  will  not  receive  any  allocation  for 
this  month  for  various  reasons  includ¬ 
ing  the  fact  that  these  utilities  bmm  other 
fuels  primarily  and  use  residual  fuel  oil 
only  for  standby  purposes. 

TTie  Appendix  provides  the  names  of 
the  suppliers  obligated  to  supply  each 
utiUty  and  each  supplier’s  percentage  and 
volume  of  each  month’s  allocation  to  a 
utility.  The  first  column  of  the  Appendix 
lists  each  utility  with  its  suppliers.  The 
second  column  sets  forth  the  recom¬ 
mended  FEA  bum  level.  The  third  and 
fourth  columns  provide  each  supplier’s 
resp>ective  percentage  and  volume  share 
of  a  utility’s  allocated  volume  of  residual 
fuel  oil.  The  fifth  column  provides  the 
total  volume  of  residual  fuel  oil  for  each 
utility  from  all  suppliers.  Following  the 
name  of  certain  suppliers,  an  additional 
supplier  is  shown  in  parentheses.  The 
supplier  in  parentheses  is  presumed,  on 
the  basis  of  the  best  information  avail¬ 
able,  to  be  the  supplier  of  the  utility’s 
supplier.  This  information  is  provided  for 
the  convenience  of  such  suppliers  and  the 


FEA  requests  that  any  additions  or  cor¬ 
rections  in  this  regard  be  forwarded  to 
FEA  Eaectrical  Utilities  Reix)rts,  Code  47, 
Washington,  D.C.  20461. 

It  is  contemplated  that  corrections  or 
adjustments  to  delivery  levels  for  certain 
utilities  may  be  required  during  the 
month  of  October  to  avoid  imdue  hard¬ 
ship.  FEA  will  consider  special  circum¬ 
stances  such  as  unexpected  outages 
which  cause  fuel  consumption  to  exceed 
FEA  bum  levels  in  any  month.  Such  cor¬ 
rections  or  adjustments  shall  be  made 
pursuant  to  Subparts  B  and  C  of  10  CJFR 
Part  205. 

FEA  ^expects  the  utilities  to  consume 
supplies  at  or  below  FEA  bum  levels, 
which  are  based  on  the  utilities’  proposed 
bum  levels. 

’The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data  de¬ 
rived  from  utilities’  filings  of  FPC  Form 
23B.  Thus,  the  timely  submission  of  FPC 
Form  23B  will  be  a  necessary  prerequi¬ 
site  to  receiving  allocations  under  the 
Mandatory  Petroleum  Allocation  Pro¬ 
gram. 

Reports  should  be  addressed  to  PEA 
Electrical  Utilities  Reports,  Code  47, 
Washington,  D.C.  20461. 

Issued  in  Washington,  D.C.,  September 
29,  1975. 

Robert  E.  Montgomery,  Jr., 

General  Counsel. 
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APPENDIX 

V 

RESIDUAL  FUEL  ALLUCATIPNS  TO  UTILITIES  FOR  OCTOBER  1975 

RECUMMEMUED  BY  SUPPLIER  TOTAL 

FEA  BURN  PCT  BARRELS  (BARRELS) 

I,  northeast  power  coordinating  council  area  (NPCC) 


CONNECTICUT 


UN.1TED  illuminating  CO 

WYATT  INC  (EXXON) 

TEXACO 

639,000 

13,00 

87,00 

83,070 

555,930 

639,000 

NORTHEAST  UTILITIES 

HN*HARTWELL8rS0NS^INC 
'  WYATT-INC-(EXXUN) 

ameraoa-hess 

TAD-JONES-CD-(GULF) 

1,716,000 

1,00 

*10,00 

66,00 

21,00 

17,160 

171,600 

1,166,880 

360,360 

1,716f000 

MAINE 

BANGOR  HYDRO  ELEC,  CU, 
SPRAGUE 

30,357 

100,00 

30,357 

30,357 

CENTRAL  MAINE  POWER  CO, 
TEXACO 

■  227,000 

100,00 

227,000 

227f000 

MAINE  PUBLIC  SERVICE  CO. 
DEAD  RIV.O, (SPRAGUE) 

7,738 

100,00 

7,738 

7,738 

MASSACHUSETTS 

BOSTON  EDISON  CO, 

SPRAGUE 

white  fuel  (TEXACO) 

EXXON 

1,496,000 

12,00 
46,00  . 
42,00 

179,520 

688,160 

628,320 

1,496,000 

FITCHBURG  GAS  &  EL, 

northeast  petroleum  , 

15,000 

100,00 

15,000 

ISfOOO 

E, util, ASSOC,  (MONT AUP8,BL 
TEXACO 

223,000 

100,00 

223,000 

223,000 

BRAINTREE  ELEC,  LT,  DEPT 
CK  SMITH(G0LD, EAGLE) 

15,664 

100,00 

15,684 

15,864 

HOLYOKE  GAS  AND  ELECTRIC 
WYATl  INC  (EXXON) 

12,745 

/ 

100,00 

12,745 

12f745 
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5 

RECOMMENDED 
FEA  BURN 

BY  SUPPLIER 

PCT  BARRELS 

TOTAL 

(BARRELS) 

PEABUDY  ELECTRIC  LT  DEPT 

0 

0 

TAUNTON  MUN,  LT, 

QUINCY  OIL  CO  (EXXON 

100,00 

~  104,844 

104,644 

NEW  ENG,  G  &  E 

NEW  ENGLAND  PETRO 
WHITE  EUEL(TEXACO) 

896,000 

84,80 
lb, 20 

•  761, b04 

136,496 

898,000 

m 

NEW  ENG.  ELEC 

ASIATIC  PETHU  CURP 

PRULEASE 

PETRO-MKT-CORP 

1,876,000 

60,00 
•  10 
39,90 

If  12b, 600 
1,876 
748, S24 

1,676,000 

NEW  HAMPSHIRE 

PUR  SER  OF  N,m, 

SPRAGUE 

CONOCO 

abb, 000 

26,30 

73,70 

■  122,295 
342,705 

465f000 

NEW  YORK 

CENTRAL  HUDSON  GAS  ^  ELE 
AMERADA  HESS  CURP 

886,840 

t 

100,00 

888,8.40 

888,640 

CONSOL  EDISON  OF  NY 

NEW  ENGLAND  PETRO 
AMERADA  HESS  CURP 

EXXON 

TEXACO 

3,464,000 

45,50 

22,30 

20,80 

11,40 

1,576,  120  ' 
772,472 
720,512 
394,896 

3,464,000 

LONG  ISLAWD  LIGHT  CO, 

NEW  ENGLAND  PETRO 

1,500,000 

100,00 

1,500,000 

1,500,000 

ORANGE  &  ROCKLAND  UTILIT 
New  England  Petrol 

moward-fuel-corp 

AMERADA-HESS-CORP 

ASIATIC-PETRO-CURP 

893,922 

51,50 

11,20 

29,90 

7,40 

460,369 

100,119 

267,282 

66,150 

893,922 

ROCHESTER  GAS  &  ELECTRIC 
ALLIED  n 

MUNQCO  OIL  company 

96,042 

29,70 

70,30 

28,524 

67,517 

96,042 

FREEPORT,  VILLAGE  OF 

0 

0 
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RECOMMENDED 
FEA  BURN 

BY  SUPPLIER 

PCT  BARRELS 

total 

(BARRELS) 

NIAGARA  MOHAWK  POWER  CO. 
NEW  ENGLAND  RETRO 

, .  980»Ra8 

100.00 

980.948 

980.948 

RHODE  ISLAND 

* 

NEWPORT  ELECTRIC  CORP 

CK  SMITH 

'  3r550 

100,00 

5.550 

,  3.550 

2,  MID-ATLANTIC  AREA  COORDINATION  AGREEMENT  (MAAC) 
DELAWARE 


OELMARVA  PWH  8.  LT 

GULF 

STEUART  PETROLEUM  CO 
CONOCO 

TEXACO 

536.000 

8,00 

22,00 

65,00 

5,00 

42.880 

117.920 

348.400 

26.800 

536.000 

DOVER.  CITY  OF 

TEXACO 

67.600 

100,00 

67.600 

67.600 

DISTRICT  OF  COLUMBIA 

POTOMAC  ELEC.  PWH, 

STEUART  petroleum  CO 
ASIATIC  PETRO  CORP 

713.000 

21,00 

79,00 

149.730 

563.270 

713.000 

MARYLAND 

BALTIMORE  GAS  K  ELECTRIC 
AMERADA  HESS  CORP 

EXXON  / 

644.016 

52,70 
47,30  . 

339.396 

304.619 

644.016 

NEW  JERSEY 

• 

PUBLIC  SERVICE  ELECTRIC 
AMERADA  HESS  CORP 

EXXON 

1.501.000 

78,00 

22,00 

1.170.780 

330.220 

1.501.000 

VINELAND, CITY  OF  ELEC, 
BRITISH  PETROLEUM 

46.438 

100,00 

46.438 

46.438 

1 
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RECOMMENDED  BY  SUPPLIER  TOTAL 

FEA  BURN  PCT  BARRELS  (BARRELS) 


ATLANTIC  CITY  ELECTRIC  C 
AMERADA  HESS  CORP 
CONOCO 

a2a#mo 

80,00 

90,00 

259,969 

169,656 

929,190 

GPU  INTEGRATED  SYSTEM 
SHIPLEY-HUMBLE 

AMERADA  HESS  CORP 

SWANN  OIL. INC 

2B8#738 

1,00 

99,00 

5,00 

2,667 
271,913 
19,936  * 

286,738 

PENNSYLVANIA 

• 

PENNSYLVANIA  PWH  UT 

AMERADA-HESS-CORP 

a6a,ooo 

100,00 

969,000 

969,000 

PHILADELPHIA  ELECTRIC  CO 
NEW  ENGLAND  PFTRC) 
AMERADA  HESS  CORP 

ARCO 

GULF 

CONOCO 

TEXACO 

I  #286#aOO 

2,10 

21.50 

28.50 
9,00 

19,90 

29,00 

27#019 

276,576 

366,629 

115,776 

191,673 

308,736 

1,286,900 

i,  SOUTHEASTERN  ELECTRIC 

RELIABILITY  COUNCIL  (SERC) 

FLORIDA 

FLORIDA  P  &  L 

EXXON 

BELCHER  OIL(EXXON) 

2#902#000 

15,00 

85,00 

935,300 

2#966,700 

2,902,000 

FLORIDA  POWER  CORPORATIO 
AMERADA  HESS  CORP 
EXXON 

1#800#000 

90,00 

60,00 

720,000 

1#060,000 

1,600,000 

gulf  power  CO, 

BAKER  SERVICE(EXXON) 

6,127 

1T)0,00 

8,127 

8,127 

TAMPA  ELECTRIC  CO, 

WESTERN  (NEW  ENG  PET 

iao#78i 

-  100,00 

190#783 

190,763 

fort' pierce#  city  of 

BELCHER-OIL-(EXXON) 

99,000 

100,00 

99,000 

99,000 

GAINESVILLE#  CITY  OF 
EASTERN  SEABOARD 

100#219 

100,00 

100,219 

100,219 
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recommended 

FEA  BURN 

BY  SUPPLIER 

PCT  BARRELS 

TOTAL 

(BARRELS)  ' 

JACKSONVILLE  ELEC,^  AUTH. 
VEN  FUEL  INC 

NEW  ENGLAND  PETRO 
'  AMERADA  HESS  CORP 

62,60 

8,70 

8,70 

543,783 

57,274 

57,274 

658,333 

KEY  west  utilities 
STO,OIL-KY 

65,a05 

100,00 

65,405 

65,405 

lake  worth  UTIL  AUThURIT 

0 

0 

lakeland  light  &  WTR  OEP 
dELCHER(STO,OIL-KY) 

108,900 

100,00 

108,900 

106,900 

NEW  SMYRNA  BEACH 

0  • 

0 

ORLANDO  UTILITIES  COMH, 
BELCHER 

431,000 

100,00 

431,000 

431,000 

SEBRING  UTILITIES  COMM, 
UNION  OIL  OF  CA 

1,422 

100.00 

1,422 

1,422 

TALLAHASSEE/  CITY  OF 

UNION  OIL  OF  CA 

126,963 

100,00 

126,963 

126,963 

VERO  BEACH  MUNICIPAL  POW 
BELCHER  OIL(EXXON) 

34,426 

100,00 

34,428 

34,428 

FLORIDA  KEYS  ELEC  COOP 

0 

0 

GEORGIA 

GEORGIA  POWER  COMPANY 

NEW  ENGLAND  PETRO 

91,792 

100,00 

91,792 

91,792 

SAVANNAH  ELECTRIC  &  PQWE 
COLONIAL  OIL(EXXON) 

202,200 

100,00 

202,200 

202,200 

MISSISSIPPI 

' 

' 

MISSISSIPPI  POWER  CO. 

BAKER  SERVICE(EXXON) 
ERGONCINTL  TRADING) 

27,100 

B5,00 

45,00 

1«.905 

»a,i95 

27,100 

SOUTH  MISSISSIPPI  ELEC 

0 

0 
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RFCOMMEfJOtD  BY  SUPPLitR  TOTAL 

FEA  BURN  PCT  BARRELS  (BAJ^RELS) 


NORTH  CAROLINA 


CAROLINA  POWER  &  LT, 

0 

0 

SOUTH  CAROLINA 

S, CAROLINA  PUB  SERV  AUTh 

0 

0 

S, CAROLINA  ELEC  &  GAS  CO 
EXXON 

asa, 300 

100,00 

456,300 

456,300 

VIRGINIA 

• 

VIRGINIA  ELECTRIC  POWER 
ASIATIC  PETRO  CORP 
NEW-ENGLAND-PETRO 
EXXON 

AMOCO 

1f282fOOO 

16,60 

15,60 

97,30 

20,50 

212,612 

199,992 

606,366 

262,610 

1,262,000 

a,  SOUTHWEST  POWER  POOL 

COORDINATION  COUNCIL  (SPP) 

ARKANSAS 

JONESBORO  water  ANQ  LIGH 

0 

- 

0 

ARKANSAS  ELEC  COOP 

LOGICON  INC  (SHELL). 

E  L  BRIOE(TEXACO) 

117,735 

60,00 

20,00 

94,166 

23,547 

117,735 

COLORADO 

CT&Uf  S.COLO  PwR  DIV, 

0 

0 

KANSAS 

CENTRAL  KANSAS  PWR 

GR.PLSCCRA-P ARMLANO) 

2,932 

100,00 

2,932 

2,932 

CT8,U#  western  PWR  DIV 
CARTER-WTR 

AMOCO 

NO-AMER-PETRO 

56,600 

4,00 

73,00 

23,00 

2,264 

41,316 

13,016 

56,600 
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recommended 

FEA  BURN 

BY  SUPPLIER  TOTAL 

PCT  BARRELS  (BARRELS) 

KANSAS  GAS  8,  ELtC 

ASPH&PETRO  INDUS! 
FRONTIER  PRODUCTION 

7l»000 

8a,70 

15,30 

60,137 

10#d63 

71,000 

KANSAS  POWER  &  LIGHT 
GR.PLS 

NTL  COOP  REFINERY 
PHILLIPS  petroleum 

152,700 

38, ao 
15,50 
06,10 

58,636 
23, 668 
70^  390 

152,700 

chanute,city  of 

MID  AMER, refining 

1,367 

100,00 

1,367 

1,367 

CLAY  CENTER  LT8,WTR 

0 

0 

COFFEYVILLE  LT  &  PWR 

0 

> 

0 

LARNED  WTR  &  ELEC 

0 

0 

MCPHERSON  BD  OF  PUB  UTIL 
NTL  COOP  REFINERY 

2,500 

100,00 

2,500 

2,500 

OTTAWA  WTR  8.  LT 

0 

0 

LOUISIANA 

central  LOUISIANA  ELECTR 
FALCO 

ATLASCPENNZOIL) 

ao,ooo 

66,70 

33,30 

26,680 

1 3, 320 

40,000 

JONESBORO  POWER  &  LIGHT 

0 

0 

SOUTHWESTERN  ELECTRIC  PO 
FALCO 

10,000 

100,00 

10,000 

10,000 

middle  SOUTH  SERVICES 

E  L  BRIOECOKC  REF.) 
TAUBER  OIL  CO 

ERGON  INC  (EXXON) 
REESE  OILCSUN  OIL) 
SHELL 

EXXON 

murphy  oil  CORP 
TEXACO 

1,272,000 

1,70 

20,50 

3,80 

.30 

21,30 

12,90 

30,00 

9,50 

21,624 

260,760 

48,336 

3,816 

270,936 

164,088 

381,600 

120,840 

1,272,000 

% 
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RfcCOMMtNOEO  BY  SUPPLIER  TOTAL 

FEABURN'  PCT  BARRELS  (BARRELS) 

MISSISSIPPI 


CLARKSOALE  WTR  &  LT 

RrSIB 

9,515 

SOUTHLND  OIL 

100,00 

9,515 

YAZOO  CITY  PUB  SERV 

0 

0 

MISSOURI 

ST  JOSEPH  LT  &  PwR 

0 

0 

EMPIRE  OIST  ELEC 

.0 

0 

OKLAHOMA 

\ 

- 

OKLAHOMA  GAS  It  ELEC 

0 

0 

BLACKWELL  WTR  8.  LT 

0 

- 

0 

WESTERN  FARMERS  ELEC  CUO 

0 

0 

TEXAS 

- 

' 

GULF  STATES  UTILITIES 

2S0f 000 

250,000 

LAJET 

4,00 

10,000 

EXXON 

20,10 

50,250 

south  HAMPTON  CO 

22,30 

55,750 

TENNECO 

16,10 

40,250 

coastal  STATES  MKTG 

37, BO 

93,750 

5,  ELECTRIC  RELIABILITY 

COUNCIL  OF  TEXAS  CERCOT) 

DALLAS  POWER  &LT, 

0 

0 

HOUSTON  LIGHT  &  PWR 

0 

0 

TEXAS  ELEC  SERV 

118, BIO 

118,510 

SHELL 

24,10 

28,560 

WINSTON  REFINING 

•  61,30 

72,646 

J&w  REFINING 

4,10 

4,858 

TESORO 

10, BO 

12,443 

TEXAS  PWR  &  LT 

0 

0 

i 
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0 

RECOMMENDED 
FEA  BURN 

BY  SUPPLIER  TOTAL 

PCT  BARRELS  (BARRELS) 

WEST  TEXAS  UTIL 

PRIDE  REPINING  INC 

67,300 

100,00 

67,300 

67,300 

AUSTIN  CITY  ELEC  DEPT 
TESORO 

11,905 

100,00 

11,905 

11,905 

BRYAN,  CITY  OF 

0 

0 

GARLAND»CITY  OP 

0 

0 

LOWER  COLORADO  RIVER  AUT 

0 

0 

SAN  ANTONIO  PUB  SERV 

TESORO 

460 

100,00 

460 

460 

BRAZOS  ELEC  COOP 

0 

0 

MEDINA  ELEC  COOP 

0 

- 

0 

6,  MIO-AMERICA  UJTERPnOL 

network  (MAIN) 

ILLINOIS 

- 

CUMMUNWtALTH  EDISON  CO, 
ALLIED  0, 

CLARK  OIL&REF.CORP 

343,000 

98,00 

2,00 

336,140 

6,860 

343,000 

ILLINOIS  POWER  CO 

ALLIED  0, 

53,000 

100,00 

53,000 

53»000 

MISSOURI 

• 

UNION  ELECTRIC 

APEX  OIL  CO 

50,800 

100,00 

50,800 

50,800 

WISCONSIN 

SUPERIOR  WTR  K  LT 

MURPHY  OIL  CORP 

10,715 

100,00 

10,715 

•  10,715 

WISCONSIN  ELEC  PWR 

INOUST  fuel&asphalt 

12,931 

100,00 

12,931 

12,931 
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RtCOWMENDEO  BY  SUPPLIER  TOtAL 

FEA  BURN  PCT  BARRELS  (BARRELS) 


7,  MID-CONTINENT  AREA  RELIABILITY  COORDINATION  AGREEMENT  (MAKCA) 
IOWA 


ATLANTIC  MUNICIPAL  UTlLI 
MCMILLAN  OIL  CO 

a, 167  . 

100,00 

4,167 

4,167 

LAMUNI  MUNIC 

0 

0 

INTERSTATE  POWER 

0 

' 

0 

MINNESOTA 

MINNESOTA  PwH  &  LT 

MURPHY  OIL 

30,700 

100,00 

30,700 

30,700 

AUSTIN  UTILITIES 

0 

0 

FAIRMONT  wTR  &  LT 

0 

0 

marshall  MUNICIPAL  UTIL 

0 

0 

OWATONNA  MUN  UTIL 

GUSTAFSON  OIL  CO 

northwestern  ref 

11,507 

40,00 

60,00 

4,6  34 
6,952 

11,587 

WORTHINGTON,  CITY  OF 

ALLIED  0, 

1,673 

100,00 

1,873 

1f873 

northern  states  PWR 

E  L  BRIDE(TEXACn,wC) 

21,290 

100,00 

21,290 

21,290 

NEBRASKA 

central  NEBRASKA  PUBLIC 
farmland  INDUSTRIES 

7,310 

100,00 

7,314 

7,314 

FAIRBURY  LT  &  wTH 

CAR.TER  WTR(TEXACO) 

5,240 

1 

100,00 

5,240 

5,240 

GRAND  ISLAND  ELEC 

E  L  BRIDE 

( 

12,821 

> 

100,00 

12,621 

12,821 

HASTINGS  UTILITIES  DEPT 

0 

0 
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RECOMMENDED 
FEA  BURN 

BY  SUPPLIER 
*  PCT  BARRELS  ^ 

TOTAL 

(BARRELS) 

LINCOLN  ELECTRIC  SYSTEM 
E,L,  BRIDE  CO 

4^  6as 

100,00  , 

4,845 

4,645 

NEBRASKA  PUBLIC  POWER  DI 
panhandle  COOP  ASSOC 

24»560 

,100,00 

24,360 

24,360 

OMAHA  POB  PWR  OIST 
milder  oil  CO 

15,423 

100,00 

15,423 

15,423 

WISCONSIN 

LAKE  SUPERIOR  DIST  PWR 

0 

0 

6,  LAST  CENTRAL  AREA  RELIABILITY  COORDINATION  AGREEMENT  (ECAR) 
MICHIGAN 


CLINTON  LT  8,  WTR 

706 

706 

CRYSTAL  REFINING  CO 

100,00 

706 

GRAND  HAVEN  BO  PUB 

1,388 

- 

1,388 

OSCEOLA  REF 

100-,00 

1,388 

HILLSDALE  BO  OF  PUB  work 

2,850 

- 

2,850 

LEWIS(GLADIEUX  REF) 

100,00 

2,850 

CONSUMERS  POWER 

'  681,066 

681,066 

MURPHY  MI  ,DIV, AMOCO 

6,00 

40»863  - 

ENTERPRISE  OIL  CO 

- 

6,00 

40,863 

INOUST  FUEL&ASPHALT 

2,00 

13,621 

HUPP  OIL  COMPANY 

2,00 

13,621 

CONSUMERS  PWR-CRUOE 

54,00 

367,775 

BORON  QIL(STANOARO) 

3,00 

20,431 

GLAOIEUX  REF 

1,00 

6,810 

LAKESIDE  refining  CO 

14,00 

95,349 

TOTAL  LEONARD  INC 

4,00 

27,242 

OSCEOLA  REEINING  CO 

8,00 

54,485 

DETROIT  EDISON  CO, 

542,409 

. 

542,409 

ENTERPRISE  OIL  CO 

4,80 

26,035 

CANADIAN  FUEL  MKTRS 

9,90 

53,698 

PETRO  PRODUCTS 

5,40 

29,290 

SUN  OIL  LTD 

70,00 

379,686 

MARATHON  OIL 

9,90 

53,698 
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recommended 

BY 

SUPPLIER 

TOTAL 

FEA  BURN 

PCT 

BARRELS 

(BARRELS) 

OHIO 

CLEVELAND  ELEC  ILLUMIn 
'  ALLIED  0, (ASHLAND) 

32f620 

100,00 

32,620 

32,620 

TOLEDO  EDISON 

SUN  OIL 

100,00 

18,101 

.  16,101 

PENNSYLVANIA 

ALLEGHENY  POWER  SERVICE 
ALLIED  0,(NEPC0) 

102^200 

100,00 

102,200 

102,200 

9,  western  SYSTEMS  COORDINATING  COUNCIL 

(WSCC) 

ARIZONA 

TUCSON  GAS  &  ELEC 

GOLDEN  GATE  PETRO 
HOLLAND  OIL(TOSCO) 
SO-UNION-OIL 

navajo-refining 

370,708 

22,00 

*5,00 

51,00 

22,00 

81,555 

18,535 

189,061 

81,555 

370,708 

SALT  RIVER  PROJECT 
GUSTAFSON  OIL  CO 
DOUGLAS  OIL  CO 
little  AMERICA 

TESORO 

MACMILLAN 

POwERINE  OIL  CO 

SAN  JOAQUIN  REF 

41,000 

✓ 

2,80 

19,70 

12,40 

17,00 

18,10 

29,10 

369 

If  148 
8,077 
5,064 
6,970 
7,421 
11,931 

41,000 

ARIZONA  PUBLIC  SERVICE  C 
,  PACIFIC  SOUTHWEST 

BASIN  FUELS 

UNION  OIL  OF  CAL 

SAN  JOAQUIN  ref 

2S6,120 

16,50 

4,00 

63,00 

16,50 

42,589 

10,324 

162,615 

42,589 

258,120 

CALIFORNIA 

PACIFIC  GAS  &  ELECTRIC  C 
ARCO 

PHILLIPS  PETROLEUM 
UNION  OIL  OF  CA 

2,817,000 

71,30 

24,00 

4,70 

2,008,521 

676,080 

132,399 

2,817,000 

FEDERAL  REGISTER,  VOL.  40,  NO.  194— MONDAY,  OCTOBER  6,  1975 


NOTICES 


46235 


16 

RECOMMENDED 

BY  SUPPLIER 

TOTAL 

FEA  BURN 

PCT 

BARRELS 

(BARRELS) 

SAN  DItGO  GAS  &  ELECTRIC 

1,028,000 

1,028,000 

HIRI 

16,20 

166,536 

TESORO 

32,70 

336,156 

UNION  OIL  OF  CA 

29,80 

306, 344 

EDGINGTON  OIL  CO 

21,30 

218,964 

BURBANK  CITY  PUBLIC  SER, 

127,200 

127,200 

ARCO 

100,00 

127,200 

GLENDALE  PUBLIC  SERVICES 

129,000 

129,000 

POwERINE  OIL  CO 

100,00 

129,000 

IMPERIAL  IRRIGATION  OIST 

ao,9oo 

40,900 

CRESCENT  REF&OCGULF) 

100,00 

40,900 

LOS  ANGELES  DEPT  OF  WATE 

1,616,000 

1,816,000 

PETROBAY 

7,60 

138,016 

ARCO 

59,80 

1,065,968 

EDGINGTON  OIL  CO 

20,90 

379,544 

newhall  refining  CO 

5,00 

90,800 

POWERINE  OIL  CO 

3,20 

58,112 

SAN  JOAQUIN  REF 

3,50 

63,560 

southern  CALIF  EDISON 

41,680,000 

4,660*000 

EXXON 

20,40 

954,720 

ARCO  ^ 

7,80 

365,040 

CONOCO 

2,20 

102,960 

TEXACO 

9,70 

453,960 

STD,OIL-CAL 

50,10 

2^344,680 

MACMILLAN  R.F.OIL 

3,00 

140,400 

PACIFIC  RESOURCES 

6,80 

316,240 

PASADENA  POWER  CO, 

103,443 

103,443 

GOLD, EAGLE 

100,00 

103,443 

COLORADO 

PUB  SERV  COLORADO 

155,416 

155,416 

CONOCO 

36,40 

56,571 

- 

REF.CORP 

43,50 

67,605 

PLATEAU  INC 

20,10 

31,236 

COLORADO  SPRINGS  LT  &  PW 

0 

0 

'  LAMAR  LT  PWR 

0 

0 
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/ 

RECOMMENDED 
FEA  BURN 

BY  SUPPLIER 

PCT  BARRELS 

TOTAL  . 
(BARRELS) 

MONTANA 

MONTANA  POWER 

0 

-  0 

NEVADA 

• 

NEVADA  power  company 

0 

0 

SIERRA  PACIFIC  PDv^ER 

GOLDEN  gate  PFTRO 

112,85^1 

100.00 

112,854 

112,854 

NEW  MEXICO 

t 

PUB  SERV  NEW  MEXICO 

SHELL 

STO.OIL-TEXAS 

PLATEAU  INC 
thriftway 

NAVAJO  REFINING 

10,519 

26,40 

4,30 

39,80 

5,40 

24,10 

2,777 

452 

4,186 

568 

2,535 

10,519 

PLAINS  ELEC  GEN  K  TRANSM 
CARIBOU  U  CORNERS 
PLATEAU  INC 

2,100 

2,20 

97,80 

46 

^,053 

2,100 

OREGON 

• 

PACIFIC  POWER  H  light  CO 
STD,OIL(IND)  ' 

204 

100,00 

204 

204 

TEXAS 

COMMUNITY  PUB  SERV 

std.oil-texas 

27,050 

100,00 

27,050 

27,050 

EL  PASO  ELECTRIC 

southern  union 

TESORO 

4,963 

74.50 

25.50 

3,697 

1,265 

4,963 

\ 
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- 

recomhenoeo 

FEA  BURN 

BY  SUPPLIER 

PCT  BARRELS 

TOTAL 

(BARRELS) 

UTAH 

UTAH  PUWER  8rtIGHT 

CO, 

0 

0 

WASHINGTON 

PUGET  SOUND  POWER 

ItLiGHT 

0 

0 

SEATTLE  DEPT  OF  LI 
SHELL 

8,928 

100,00 

8,928 

6f928 

TACOMA  DEPT  OF  PUBLIC  UT 

0 

0 

10,  ALASKA  SYSTEMS 

COORDINATING  COUNCIL 

CASCO 

ALASKA 

- 

CORDOVA,  TOWN  OF 

0 

0 

HAWAII 

HAWAIIAN  ELECTRIC 
STD,OIL-CA 

COMPAN 

727,970 

100,00 

727,970 

7274970 

HILO  ELEC  LT 
STD,0IL-CA 

35,535 

100,00 

35,535 

35^535 

KAUAI  ELECTRIC 
STD, Oil— CA 

I27OI6 

100,00 

12,016 

I24OI6 

MAUI  ELECTRIC 
STD,OIL-CA 

28,769 

100,00 

28,769 

28,769 

ll,  NOT  OTHERWISE 

CLASSIFIED  (NOC) 

UNKNOWN 

- 

GUAM  PWR'aUTH 
U,S,NAVY 

171,928 

100,00 

171,928 

171,928 
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recommended  by  supplier 

PEA  BURN  PCT  BARRELS 

UNKNOWN 


PUERTO  RICO  water  RESOUR 

commonwealth  oil 

PUERTO  RICO  SUN  OIL 
CARIBBEAN  GULF  REF 


U.776#568 

50,00 

30,00 

20,00 


688,284 

532,970 

355,313 


UNKNOWN 


ST  CROIX,  V,l,  WTR  PWR  38,633  • 

AMERADA  HESS  CORP  100,00  38,633 

unknown 


ST  Thomas,  V,I,  wtr  pwR 
.  AMERADA  HESS  CORP 


45,328 

100,00  45,328 


[FR  I>oc.75-a6460  Piled  9-30-75:11:23  am] 


TOTAL 

(BARRELS) 


1,776,568 


36,633 


45,328 
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